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Water towers pierce the Kuwait 
skyline like minarets. They will brim 
with hundreds of thousands of gal- 
lons of desalinized drinking water 
from the Gulf—and carry a bonus 
tor visitors. From the top platform 
ot the tower at right, patrons of a : "s ee 
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revolving coffee shop will enjoy a 
360-degree panorama of sea and 
sand, while a stationary restaurant 


will ring the lower sphere. 
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TASKING SHEET 


SOURCE NO:__ 


DATE: Ag SF 
SUSPENSE: iz Ma ty 73 


1. PROJECT NUMBER: 93-20/-P 


a 
2. METHOD/TECHNIQUE: Method of choice. 


3. BACKGROUND: 


----None. 
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4. ESSENTIAL ELEMENTS OF INFORMATION: 


----Describe the target. 
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_---Submit sketches in support of your findings. 


5. COMMENTS: 


----Optional coordinates: , 
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